ETag: "9e1961bcaf451131faa4637b8639ac35"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: close
content-length: 10305135
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.2
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: This is the third of a series of papers dealing with factors affecting the accuracy of measurement of lens distortion by various visual and photographic processes. This paper presents the results of a study of the visual modified goniometric method which employs a viewing theodolite and accurate linear scale. Sources of error are investigated and discussed. Measurements are reported on the same lens that was used in the analysis of two visual and one photographic distortion measuring processes. A comparison of results by the four different methods is given. It is concluded that accurate values of lens distortion can be obtained by the modified goniometric method provided care is taken to use centered apertures and to preserve known angular relationships between telescope pointings and successive locations.
x-archive-meta-cite: J. Res. Nat. Bur. Stand., Sec. C:  Eng. Instr., Vol. 63C, No. 2, p. 113
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-date: 1959
x-archive-meta-description: Journal of Research of the National Bureau of Standards
x-archive-meta-issue: 2
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 113
x-archive-meta-publisher: National Bureau of Standards
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the individual works to make sure there are no copyright restrictions indicated. Individual works may require securing other permissions from the original copyright holder.
x-archive-meta-title: Evaluation of lens distortion by the modified goniometric method
x-archive-meta-volume: 63C
x-archive-meta01-creator: Washer, Francis E.
x-archive-meta01-subject: lens distortion
x-archive-meta02-creator: Darling, Walter R.
x-archive-meta02-subject: modified goniometric method
x-archive-meta03-subject: focal length
x-archive-meta04-subject: theodolite
x-archive-meta05-subject: telescope
x-archive-meta06-subject: aperture
x-archive-meta07-subject: aberration
x-upload-date: 2012-06-19T14:32:51.000Z
